; SECRET 
Approved For Release 2005/07/01 : CIA-RDP83M00171R002200110002-0 


DIRECTOR OF CENTRAL INTELLIGENCE 
Scientific and Technical Intelligence Committee 


6 February 1978 


MEMORANDUM FOR: Members, Scientific and Technical 
Intelligence Committee 


SUBJECT : Minutes of 2 February 1978 Meeting 


The attached draft minutes of the 2 February 1978 
meeting of the Scientific and Technical Intelligence 
Committee will be considered at the next meeting of the 


Committee. 


25X1 


xecutive Secretary 


Attachment: 


Draft STIC Minutes 
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